248                 AMERICAN SEWERAGE PRACTICE
reached. Unless there is a material advantage in cost or other condition resulting from a location through private property, it is generally advisable to build sewers in the public ways.
In order that no possibility of improving the lay-out may be overlooked, all possible alternate plans must be given consideration.